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E.O. 11652: N/A 
TAGS: OVIPIT 

SUBJECT: VENERE DEI MEDICI 

1. ON JAN. 2, 1976 I WROTE MR. HOWARD ADAMS, ASST. 

DIRECTOR NATIONAL GALLERY OF ART , CONCERNING HIS 
DEC. 9-10, 1975 VISIT TO FLORENCE IN CONNECTION WITH THE 
LOAN TO THE GALLERY OE VENERE DEI MEDICI. INCLUDED IN 

THE LETTER WAS A SHORT MEMORANDUM CONCERNING THE OFEICIALS 
IN FLORENCE WITH WHOM MR. ADMAS MET AND MY PERSONAL 
CHECK FOR DOES 18.33 WHICH WAS FOR THE REBATE ON HIS RAILROAD 
TICKET FROM FLORENCE TO ROME. DURING HIS VISIT TO FLORENCE 
MR. ADAMS AGREED TO SEND ME A COPY OF AN ARTICLE ON 
FILIPPO MAZZEI WHICH HE HAD RECENTLY SEEN. 

2. THE CHECK HAS NOT YET BEEN CASHED NOR IS THERE ANY OTHER 
INDICATION MR. ADMAS EVER RECEIVED MY LETTER. WOULD YOU 
KINDLY TELEPHONE HIM AND INQUIRE IF LETTER EVER 
RECEIVED AND IF MAZZEI ARTICLE MAILED. GORDON 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CULTURAL PROPERTY, ARTS, PUBLIC CORRESPONDENCE 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 15 APR 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976FLOREN00169 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7601 42-1 067 
From: FLORENCE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760459/aaaabxqm.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUN 2004 by SilvaL0>; APPROVED <08 SEP 2004 by oatisao> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: VENERE DEI MEDICI 
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